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CONGRESS OF THE UNITED STATES 
Joint Committee on Atomic Energy 


August 20, 1948 


Dear Admiral Hillenkoetter: 


It is my desire to inform you that recently 
Mr. Harry W. Hoagland, Deputy Director of the Joint Com- 
mittee on Atomic Energy, has left the staff of the Joint 
Committee in order to accept employment elsewhere and 
that Mr. David 5. Teeple has been appointed as the new 
Deputy Director of the Committee staff. 


Mr, Teeple will therefore engage in all liaison 
and conduct all business with your organization which was 
formerly accomplished by Mr. Hoagland. 

Sincerely yours, 
(Signed) 


B. B. Hickenlooper, Chairman 
Joint Committee on Atomic Energy 


Admiral R. H. Hillenkoetter 
Director 


Central Intelligence Agency 
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